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On June 9, 1982, at approximately 9.30 P.M. one coal
miner died and another"was seriously injured as the result of a
collision between the six railroad cars the victims were
riding on and nine runaway railroad cars that were traveling
about 60 miles per hour at the time of impact.  The six
cars that the victims were dropping were traveling at a
walking speed.

While the only issue1 directly involved in the case
before me concerns the"- derail switch located between the
preparation plant where the cars are loaded and the storage
area some 3,000 feet downhill where the fatal collision
occurred, in order to describe what happened it is necessary to
discuss events and alleged violations which have already
been settled in other proceedings.  In this mine, it is
downhill from the east end of the preparation plant to the
west end and at a somewhat steeper grade (2-1/2.%') from the west
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